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FOREWORD 
This Indian Standard was adopted by the Bureau of Indian Standards, after the draft finalized by the Silk and Silk 
Products Sectional Committee had been approved by the Textile Division Council. 


Grading of tasar raw silk is very important from the viewpoint of quality of the tasar silk and the subsequent 
products made from it. This will also help the reelers/producers to get the right value of their product and remove 
malpractices in the tasar silk trade. The formulation of standard for tasar silk grading will benefit the industry in 
long run. For mulberry raw silk, BIS has already published IS 15090 (Parts 1 to 11) ‘Raw silk — Grading and 
methods of tests’. 


This Indian Standard is published in seven parts. The other parts in the series are: 
Part 1 Grading/classification of tasar silk. 
Part 3 Winding test. 
Part 4 Size test. 
Part 5 Tenacity and elongation. 
Part 6 Cohesion test. 
Part 7 Standard images of defects of tasar silk. 
The Composition of the Committee responsible for the formulation of this standard is given in Annex B. 


In reporting the result of a test or analysis made in accordance with this standard, if the final value, observed or 
calculated, is to be rounded off, it shall be done in accordance with IS 2 : 1960 “Rules for rounding off numerical 
values ( revised y. 
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Indian Standard 


TASAR RAW SILK — GRADING AND 
METHODS OF TESTS 


PART 2 VISUAL AND TACTUAL EXAMINATION 


1 SCOPE 


This standard (Part 2) prescribes method to inspect 
visually and by hand the general finish and characteristic 
nature of a lot of tasar raw silk. 


2 REFERENCES 


The standards listed below contain provisions, which 
through reference in this text, constitute provisions of 
this standard. At the time of publication, the editions 
indicated were valid. All standards are subject to 
revision and parties to agreements based on this 
standard are encouraged to investigate the possibility 
of applying the most recent editions of the standards. 


IS No. Title 
17618 Tasar raw silk — Grading 
(Part 1): 2021 and test methods Part 1 — 


Grading/classification 


SP 45 : 1988 Handbook on glossary of textile 
terms 
232 : 2020 Glossary of textile terms — 
Natural fibres (third revision) 
3 TERMINOLOGY 


For the purpose of this standard the definitions given in 
IS 17618 (Part 1), SP 45 and IS 232 shall apply. 


4 TEST SAMPLE 


All the books (or bundles) and skeins in a lot shall 
constitute the test sample. 


S APPARATUS 


The visual inspection shall be conducted in a standard 
visual inspection room. The room shall have a window 
directly facing north which enables the inspector to 
utilise the natural light free from reflections of any 


surrounding object or a standard artificial lighting 
equipment which emits light closely near in its spectral 
energy distribution to that of a the natural daylight 
(D 65 lighting). 


6 PROCEDURE 


6.1 General Finish 


Examine the lot for general condition of the making of 
books/bundles and presence of following defects: 


a) Skeins irregular in weight, 
b) Improper making of books, 
c) Disturbed books, 
d) Cut ends, 
e) Dissimilar skeins include, dissimilar threads, 
f) Gum knots on skeins, 
g) Adhered substance on skeins, 
h) Skeins of different size, 
j) Mechanical damages, 
k) Chemical deterioration, 
m) Shrunk threads, 
n) Insect bitten threads, 
p) Soiled threads, and 
q) Gummed skeins. 
6.1.1 The general finish of a lot shall be indicated as 


good, fair, poor or inferior. Presence of abnormal defect 
shall be mentioned in the test certificate. 


6.2 Characteristic Nature 
The lot shall be visually examined for the degree and 
uniformity of colour, lustre and smoothness of hand. 


7 RECORD 


The results of the visual inspection of a lot shall be 
recorded in the proforma for record and report given 
in Annex A. 
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ANNEX A 
( Clause 7 ) 


RECORD AND REPORT OF VISUAL AND TACTUAL 
EXAMINATION OF TASAR RAW SILK 


[Conducted in accordance with IS 17618 (Part 2), 
Tasar raw silk — Grading and methods of tests: Part 2 Visual and tactual examination] 


Name of test house 


Mark of the lot/chop/brand 


Serial No. of bales in the lot 


A) General Finish : (a) Good (b) Fair (c) Poor (d) Inferior 


1. Degree of Colour 
(a) Light (b) Medium (c) Deep 
2. Lustre 
(a) Bright (b) Medium (c) Dull 
3. Hand 
(a) Smooth (b) Medium (c) Rough 


Presence of abnormal defect if any: 


Date: Signature of tester 
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ANNEX B 
( Foreword ) 
COMMITTEE COMPOSITION 
Silk and Silk Products Sectional Committee, TXD 28 


Organization 


Central Silk Board, Bengaluru 


Association of Corporations and Apex Societies of 
Handlooms, New Delhi 


Central Silk Technological Research Institute, 
Bengaluru 


Chamundi Textiles (Silk Mills) Limited, Bengaluru 


Directorate of Handlooms and Textiles Govt of 
Tamilnadu, Chennai 


Himatsingka Seide Limited, Bengaluru 


Indian Silk Export Promotion Council, Mumbai 
Jaipuria Silk Mills, Bengaluru 


Karnataka Handloom Development Corporation 
Limited, Bengaluru 


Karnataka Silk Industries Corporation, Bengaluru 


Karnataka State Sericulture Development Institute, 
Bengaluru 


Khadi and Village Industries Commission, Mumbai 
National Handloom Development Corp Ltd, Lucknow 
Office of the Development Commissioner For 


Handlooms, New Delhi 


Office of Director of Handlooms and Textiles, 
Govt of Karnataka, Bengaluru 
Office of the Textile Commissioner, Mumbai 
RA Silks, Janagaon, Telangana 
Shri Ram Institute for Industrial Research, Delhi 
Silk Mark Organization of India, 
New Delhi/Bangalore 


Textiles Committee, Mumbai 


The Bombay Textile Research Association, Mumbai 


Representative(s) 


Dr S. V. NAIK DIRECTOR CSTRI (Chairman) 


SHRI ABDUL REHMAN 
DIRECTOR CSTRI 


SHRI A. L. MUTHIAH 


THIRU C. MUNIANATHAN 
DR K. KARNAN (Alternate) 


SHRI MOHAN RAO 
SHRI S. A. VISHVANATH (Alternate) 


SHRI DINESH SHARMA 
SHRI VIKRAM JAIPURIA 


SHRI P. CHANDRASHEKHAR 
SHRI P. MANJUNATH (Alternate) 


SHRI SIDDALINGA PRASAD S. G. 
SHRI D. S. SANGAM (Alternate) 


SHRI V. H. MAHARADDI 
SHRI A. JAMBUNATH (Alternate) 


SHRI D. DHANPAL 
SHRI J. K. Gupta (Alternate) 


SHRI SAKTHIVEL PERUMALSAMY 
SHRI JITENDRA TOLAMBIYA (A/ternate) 


PRINCIPAL IIHT SALEM 


JT DIRECTOR (TEXTILES) 
Dy DIRECTOR (HANDLOOMS) (Alternate) 


SHRI N. K. GUPTA 
SHRI PRANAV PARASHER (Alternate) 


SHRI RAVINDER PEDDI 
SHRI SHARATH PEDDI (Alternate) 


Ms NEENA SEHGAL 
DRR. K. RAINA (Alternate) 


SHRI SHIV GOVIND 
SHRI JAWAHAR RAINA (Alternate) 


SHRI KARTIKAY DHANDA 
SHRI P. RAVICHANDRAN (Alternate) 


Ms SHITAL PALASKAR 
SHRI AMOL THITE (Alternate) 
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Organization Representative(s) 
The Tamilnadu Handloom Weavers’, Coop Society SHRI G. GUNASEKARAN 
Ltd, Chennai SHRI ALOK BABELAY (Alternate) 
BIS Directorate General Suri A. K. BERA, SCIENTIST ‘F’ AND HEAD (TXD) 


[ REPRESENTING DIRECTOR GENERAL (Ex-Officio ) ] 


Member Secretary 


SHRI DHARMBEER 
SCIENTIST ‘C’ (TXD), BIS 


Bureau of Indian Standards 


BIS is a statutory institution established under the Bureau of Indian Standards Act, 2016 to promote harmonious 
development of the activities of standardization, marking and quality certification of goods and attending to 
connected matters in the country. 


Copyright 


BIS has the copyright of all its publications. No part of these publications may be reproduced in any form without 
the prior permission in writing of BIS. This does not preclude the free use, in the course of implementing the 
standard, of necessary details, such as symbols and sizes, type or grade designations. Enquiries relating to 
copyright be addressed to the Director (Publications), BIS. 


Review of Indian Standards 


Amendments are issued to standards as the need arises on the basis of comments. Standards are also reviewed 
periodically; a standard along with amendments is reaffirmed when such review indicates that no changes are 
needed; if the review indicates that changes are needed, it is taken up for revision. Users of Indian Standards 
should ascertain that they are in possession of the latest amendments or edition by referring to the latest issue of 
‘BIS Catalogue’ and ‘Standards: Monthly Additions’. 


This Indian Standard has been developed from Doc No.: TXD 28 (16399). 


Amendments Issued Since Publication 


Amend No. Date of Issue Text Affected 
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